New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: AAMCO Total Car Care 

Reg. #;353 E.Westfield Ave. 2015-074394 

Issued Date: 3/6/17 Expiration Date: 3/6/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


3/7/17 

Date 



Joseph Signorello Jr 
Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Little Stars Daycare 

Reg. #: 313 E.Westfield Ave. 2015-074385 

Issued Date: 5/1/17 Expiration Date: 5/1/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


5 / 2/17 

Date 



Joseph Signorello Jr 


Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Delta Gas 
Reg. #: 2015-43539-001-01 

Issued Date: 5/12/17 Expiration Date: 5/12/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


5 / 13/17 



Date 


Joseph Signorello Jr 
Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ^‘Couture Style” 

Reg. #: 19 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 15/17 

Date 



Joseph Signorello Jr 


Fire Official 









New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “D’Mauros Unisex” 

Reg. #: 369 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 15/17 

Date 



Joseph Signorello Jr 


Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ^^Exquiste Hair Design” 

Reg. #: 122 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 
Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Eleganza Hair Fashion” 

Reg. #: 389 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 15/17 

Date 



Joseph Signorello Jr 


Fire Offieial 










New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ^^Lavish Nails and Spa” 

Reg. #: 134 £.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duiy appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 

Date 



Joseph Signorello Jr 
Fire Official 










New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘On the Avenue” 

Reg. #: 13 E. Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 Bast Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 

Date 



Joseph Signorello Jr 


Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘^Orchard Nail Salon” 

Reg. #: 207 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 

Date 



Joseph Signorello Jr 


Fire Official 













New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: Salon 122 ” 

Reg. #: 122 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 
Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 

Date 



Joseph Signorello Jr 


Fire Official 














New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: Salon 365 ” 

Reg. #: 365 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 15/17 



Date 


Joseph Signorello Jr 
Fire Official 









New Jersey Uniform Fire Code 
Certificate of inspection 


Issued To: ** Scissor Palace ” 


Reg. #: 211 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 



Date 


Joseph Signorello Jr 
Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: ** Vialat Hair Design ” 

Reg. #: 365 E.Westfield Ave. 

Issued Date: 6/15/17 Expiration Date: 6/15/18 
Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6/15/17 

Date 



Joseph Signorello Jr 
Fire Official 









New Jersey Uniform Fire Code 
Certificate of inspection 

Issued To: Crystalz Barbershop ” 

Reg. #: 13 W.Westfield Ave. 

Issued Date: 7/17/17 Expiration Date: 7/17/18 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7/17/17 



Date 


Joseph Signorello Jr 
Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: Evoluntion Hair Studio ” 

Reg. #: 231 W.Westfield Ave. 

Issued Date: 7/17/17 Expiration Date: 7/17/18 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7/17/17 

Date 


Joseph Signorello Jr 
Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ** Mimi Nails ” 

Reg. #: 31 W.WestHeld Ave. 

Issued Date: 7117117 Expiration Date: 7/17/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7/17/17 

Date 



Joseph Signorello Jr 


Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “ Orchid Beauty Spa Salon ” 

Reg. #: 25 W.Westfield Ave. 

Issued Date: 7/17/17 Expiration Date: 7/17/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7/17/17 

Date 



Joseph Signorello Jr 


Fire Official 









New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Orlando’s Shalimar Beauty ” 

Reg. #: 305 W.Westfield Ave. 

Issued Date: 7/17/17 Expiration Date: 7/17/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7/17/17 

Date 



Joseph Signorello Jr 


Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Salon Monaco ” 


Reg. #: 37 W.Westfield Ave. 


Issued Date: 7/17/17 Expiration Date: 7/17/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7/17/17 

Date 



Joseph Signorello Jr 


Fire Official 















New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Speaks Health and Beauty ” 

Reg. #: 17 W.Westfield Ave. 

Issued Date: 7/17/17 Expiration Date: 7/17/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7 / 17/17 

Date 



Joseph Signorello Jr 
Fire Official 









New Jersey Uniform Fire Code 
Certificate of inspection 


Issued To: " Take Over Salon ” 

Reg. #: 231 W.Westfield Ave. 

Issued Date: 7/17/17 Expiration Date: 7/17/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


7 / 17/17 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: “GM Hair Design ” 

Reg. #: 108 Galloping Hill Rd 

Issued Date: 8/15/17 Expiration Date: 8/15/18 
Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 


Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 15/17 

Date 



Joseph Signorello Jr 


Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ^^Gorgeous Life Styles LLC ” 

Reg. #: 110 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 15/17 

Date 



Joseph Signorello Jr 
Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: "Hair by Mica ” 

Reg. #: 115 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 15/17 



Date 


Joseph Signorello Jr 
Fire Official 







New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “ Hair Tree ” 

Reg. #: 353 Seaton Ave. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8/15/17 

Date 



Joseph Signorello Jr 
Fire Official 









New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “ Hair Tree-Barbers ” 

Reg. #: 132 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 15/17 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “ Joe and Jodi’s Barbershop ” 

Reg. #: 210 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8/15/17 

Date 



Joseph Signorello Jr 
Fire Official 
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New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “ Karla’s House of Beauty ” 

Reg. #: 304 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 

8/15/17 A 

Date Joseph Signorello Jr 

Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Oh So Cuticle Nail and Waxing ” 

Reg. #: 23 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8/15/17 

Date 



Joseph Signorello Jr 


Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Roselle Park Nails ” 

Reg. #: 123 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8/15/17 

Date 



Joseph Signorello Jr 


Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Speech! Beauty Salon 11” 

Reg. #: 109 Chestnut St. 

Issued Date: 8/15/17 Expiration Date: 8/15/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8/15/17 

Date 



Joseph Signorello Jr 
Fire Official 












New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Casano Community Center 
Reg. #:110 E.Westfield Ave. 2015-053740 
Issued Date: 9/1/17 Expiration Date: 9/1/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


9/2/17 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Church of the Assumption 
Reg. #: 133 Chiego PL 2015-074384 

Issued Date: 11/1/17 Expiration Date: 11/1/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


11/2/17 

Date 



Joseph Signorello Jr 


Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: Vintage Italian Resturant 

Reg. #:3-9 W.Westfield Ave. 2015-074392 

Issued Date: 12/8/17 Expiration Date: 12/8/18 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and Inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


12/9/17 

Date 



Joseph Signorello Jr 


Fire Official 





